DOCKETED ITEMS       69

9106180298 LER 91-004-00:on 910512,while performing main generator max reactive
capability test.RPS (reactor trip sequence) occurred.Caused by undervoltage condition
sensed on RCP busses,Defective component replaced.W/910611 Itr.
CARTEAUX.P.F., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michi-
gan Electric Co.). 91/06/11. 5pp. 58178:101-58178:105.

DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9106030224 Change Sheet 4 to Rev 4 to Procedure PMP-2080.EPP.106 "Initial Off-Site
Notification," reflecting corrected rev number for Ref 3.2,updated list of personnel to
be called & phone numbers where necessary.

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/05/21.
11pp. 57915:303-57915:313.

9106120292 Instruction & Procedure Change Sheet 4 for Rev 4 to PMP 2080 EPP.106
"Initial Off-Site Notification."

*  Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/05/30.
3pp. 58108:351-58108:353.

9106110055 Ack receipt of 910521 Itr re proposed scope & objectives for plant annual
emergency plan exercise scheduled for 910827.

GREGER.LR. Region 3 (Post 820201). 91/06/03. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 1p. 57996:289-57996:289.

9106100025 Forwards insp rept 50-315/91-13 & 50-316/91-13 on 910520-24. No viola-
tion noted.

GREGER.LR. Region 3 (Post 820201). 91/06/04. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 57932:035-57932:041.

-9106100038 Insp repts 50-315/91-13 & 50-316/91-13 on 910520-24.No violations
noted.Major areas inspected:rngt support,protected & vital area barriers.access con-
trol-personnel,packages, vehicles.alarm stations.communications & power supply.
KNICELEY.J.R. Region 3 (Post 820201). 91/06/04. 5pp. 57932:037-57932:041,

9106120269 Advises that NFPA code review will be submitted by 911108. Review ex-
tended from areas containing safe shutdown equipment to include all safety-related
areas of plant.per NRC request.

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 91/06/07. MURLEY.T.E. Document Control Branch (Document Control Desk).
2pp. 58125:245-58125:246.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100025 Forwards insp rept 50-315/91-13 & 50-316/91-13 on 910520-24. No viola-
tion noted.

GREGER.L.R. Region 3 (Post 820201). 91/06/04. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 57932:035-57932:041.

-9106100038 Insp repts 50-315/91-13 & 50-316/91-13 on 910520-24.NO violations
noted.Major areas inspectedmgt support,protected & vital area barriers.access con-
trol-personnel.packages, vehicles.alarm stations.cornmunications & power supply.
KNICELEY.J.R..  CREED.J.R. Region 3 (Post 820201). 91/06/04. 5pp. 57932:037-
57932:041.

9106190164 Responds to NRC bulletin 89-001 re failure of Westinghouse steam gener-
ator tube mechanical plugs.

COLBURN.T.G. Project Directorate 111-1. 91/06/04. FITZPATRICK.G. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 58163:045-58163:048.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours" Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106250094 Advises that 910328 response to NRC Bulletin 89-002, "Stress Corrosion
Cracking in Anchor Darling Check Valve Bolting," acceptable.Item closed for facility.
COLBURN.T. Project Directorate 111-1. 91/06/18. FITZPATRICK.G. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co,). 2pp, 58205:329-58205:330.

R. Periodic operating reports & related correspondence

9106190113 Monthly operating rept for May 1991 for Cook Nuclear Plant Unit 2.W/
910605 Itr.

GILLETT,W.T., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan
Electric Co.). 91/05/31. 6pp. 58195:319-58195:324.

DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1

P. Operating license stage documents & correspondence

9106040107 Notification of 910605 meeting w/util in Rockville.MD to discuss reracking
of spent fuel assemblies at plant.

COLBURN.T.G. Project Directorate 111-1. 91/05/23. MARSH.L.B. Project Directorate
lli-1. 3pp. 57894:040-57894:042.

9106140041 Forwards Holtec Rept HI-91614, "Dynarack Simulations to Demonstrate
Ability to Predict Classical Nonlinear Phenomena," per 910605 meeting w/NRC to dis-
cuss plans to rerack spent nuclear fuel pool at plant.

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 91/06/07. MURLEY.T.E. Document Control Branch (Document Control Desk).
3pp. 58147:313-58147:354.

9106200011 Ack receipt of 910416 submittal which incorporates changes in QA pro-
gram description.Revs to program continues to meet requirements of fOCFRSO.app B
& acceptable.

WRIGHT.G.C. Region 3 (Post 820201). 91/06/13. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 1p. 58161:092-58161:092.

9106270124 Forwards calculation to support proposed rev to facility low ternp overpres-
surization protection setpoint.submitted in 901029 Itr.in response to TG Colburn re-
quest.

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 91/06/18. MURLEY.T.E. Document Control Branch (Document Control Desk).
3pp. 58232:229-58232:331.

-9106270146 "DC Cook Unit 2 Low Temp Overpressure Protection Sys Setpoint Eval-
uation."
* Westinghouse Electric Corp. 89/06/30. 85pp. 58232:247-58232:331.

9106260210 Corrects statement made in 890206 Itr (AEP:NRC:1033H) re Generic Ltr
88-17. "LOSS Of DHR."

FITZPATRICK.D. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 91/06/20. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post
870411). 3pp. 58227:355-58227:357.

9106270010 Confirms plans for 910716 meeting at Region 3 ofc to discuss licensee
short & long term goals,challenges.outages,design changes & radiation protection pro-
gram initiatives.

GREENMAN.E.G. Region 3 (Post 820201). 91/06/21. FITZPATRICK.E.E Indiana
Michigan Power Co. formerly Indiana & Michigan Electric Co.). 1p. 58222:207-
58222:207.

Q. Inspection reports, IE Bulletins & correspondence

9106070303 Responds to Itr re importance of NRC Info Notice 91-022. Highlights steps
taken to ensure personnel maintian high level of awareness of potential for causes of
shutdown risks described in notice.

FITZPATRICK.E. American Electric Power Co., Inc. FITZPATRICK.E. American Elec-
tric Power Service Corp. 91/05/03. MURLEY.T.E. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 4pp. 58039:021-58039:024.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033. "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

F. Security, medical, emergency & fire protection plans

9106030270 Forwards Resident Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-
0404 & info re efforts to date on special augmented insp for restart of Unit 2.
COWGILL.CJ. Region 1 (Post 820201). 91/05/22. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 2pp. 57909:112-57909:134.

-9106030271 Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-0404. Major areas
inspected:plant operations.radiological protection.surveillance/maint.emergency pre-
paredness, security & engineering & technical support.
SUMMERS.RJ. Region 1 (Post 820201). 91/05/21. 21pp. 57909:114-57909:134.

9106030253 Ack receipt of 910329 response to Insp Repts 50-317/90-04 & 50-318/90-
04.Meeting to discuss specifics of emergency action level revs unnecessary.
JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 2pp. 57913:348-57913:357,

9106070003 Forwards safeguards insp repts 50-317/91-12 & 50-318/91-12 on 910430-
OSOS.Three potential weaknesses identified, requiring attention in order to maintain
high std of effectiveness reflected by program.

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 2pp. 57918:027-57918:035.

-9106070005 Physical security insp repts 50-317/91-12 & 50-318/91-12 on 910430-
0503.Major areas inspected:pnsite follow-up of items previously identified.mgt support
& audits,protected area physical barriers.security training & qualifications.
ALBERT.R.J.,   KING.E.B..   KEIMIG.R.R.   Region   1   (Post  820201).  91/05/23.   7pp.
57918:029-57918:035.

9106180305 Rev 0 to ERPIP-502. "Recovery Officer."

*  Baltimore Gas & Electric Co. 91/05/29. 8pp. 58171:115-58171:122.

9106260135 Public version of Rev 0 to ERPIP-503. "EOF Director." W/910624 release
memo.

*  Baltimore Gas & Electric Co. 91/05/29. 9pp. 58217:295-58217:304.

9106070257 Responds to initial SALP repts covering Jan 1990 to Mar 1991 .Security re-
sponsibility reassigned to nuclear support svcs dept onsite.

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/03. Document Control Branch (Doc-
ument Control Desk). 4pp. 58039:135-58039:138.

9106110067 Rev 13,chapter 7 to ERPIP 4.1.l7,incorporating ref for use of voice mail
sys.adding more specific guidance on personnel recall actions & adding accountability
form.

*  Baltimore Gas & Electric Co. 91/06/04. 10pp. 58097:019-58097:035.

9106110086 Rev 14,chapter 10 to ERPIP S.O.incorporating provision for hazardous
rnatl/oil release spill in control room.

*  Baltimore Gas & Electric Co, 91/06/04. 6pp. 58097:039-58097:045.

9106130197 Forwards assessment of turbine generator bearing lube oil fire hazard &
potential impact on safety related/safe shutdown sys at faciltiy.
MCDONALD.D.G. Project Directorate 1-1. 91/06/07. CREEL.G.C. Baltimore Gas &
Electric Co. 6pp. 58111:300-58111:305.

9106270043 Notification of significant licensee meeting 91-75 w/util on 910618 & 19 in
King of Prussia,PA to discuss new physical security program access facility.
KUDRICK.J.  Region   1   (Post 820201).  91/06/10.  Region 1   (Post 820201).  3pp.
58222:323-58222:325.ossibly caused by steam cutting in
